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61 

ACTION HEW-06 

INFO OCT-01 NEA-10 ISO-OO OES-05 EB-07 COME-OO /029 W 

079036 

R 061525Z JUN 75 
FM AMEMBASSY TUNIS 
TO SECSTATE WASHDC 9277 

UNCLAS TUNIS 3423 

DEPT PASS FDA 

E.O. 11652: N/A 
TAGS: ETRD, TBIO, TS 

SUBJ: FDA ADVISORY - DEFECTIVE ELECTRONIC PRODUCT - 
EXCESSIVE ULTRAVIOLET RADIATION 

REF: STATE 126575 

1. EMBASSY HAS INFORMED DISTRIBUTOR FOR L.D. CAULK 

IN TUNISIA OF CONTENTS REFTEL. DISTRIBUTOR WILL NOTIFY 
THREE DENTISTS WHO HAVE PURCHASED SUBJECT APPARATUS AND 
REQUEST THAT THEY CEASE USING UNTIL NECESSARY MODIFICATIONS 
CAN BE MADE. 

2. NAMES AND ADDRESSES OF RELEVANT PARTIES: DISTRIBUTOR: 
NACOACHDDMARDO 

YEE, 13 RUE ALI BACH HAMBA, TUNIS. DENTISTS: 

DR. GHARBI, 30 

AVENUE DE LA LIBERTE, TUNIS; DR. EL CADI, 

105 AVENUE DE LA LIBERTEWC TUNIS: DR. MAMLOUK. 2 RUE VICO, 
TUNIS. 

3. CAULK REP DURING DEMONSTRATION OF APPARATUS HERE 
MAY 1974 GAVE ASSURANCES TO DISTRIBUTOR THAT 
ABSOLUTELY NO DANGER EXISTED IN USE THIS EQUIPMENT. 

GIVEN HISTORY RECOUNTED PARAS 2 AND 3 REFTEL, WE 
QUESTION VALIDITY OF THESE ASSURANCES. SPECIFICALLY, 
REPUTATION OF U.S. EQUIPMENT SUFFERS WHEN 
MANUFACTURER OF MERCHANDISE WITH KNOWN 
UNCLASSIFIED 
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BEFORE USG HAS ASSURED ITSELF THAT DETECTED DEFECTS 
HAVE BEEN CORRECTED. 

4. PLEASE ADVISE STEPS DISTRIBUTOR/BUYERS CAN TAKE 
TO INSURE THAT INFORMATION/MATERIAL ON PROPOSED 
CORRECTIVE MODIFICATION REACHES THEM. DISTRIBUTOR 
PLANS TO WRITE CAULK IMMEDIATELY FOR INFORMATION. 

SEELYE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, MEDICAL CARE, RECALL, CONSUMER PROTECTION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JUN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TUNIS03423 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 98-0994 
From: TUNIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750672/aaaacnrq.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 126575 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 FEB 2003 by PhilliR0>; APPROVED <02 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY - DEFECTIVE ELECTRONIC PRODUCT - EXCESSIVE ULTRAVIOLET RADIATION 
TAGS: ETRD, TBIO, TS, L D CAULK 
To: STATE 
Type: TE 
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